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UNITED STATES GOVERNMENT ^ ‘ 

Memorandum 

OC Equipment Board Members date: 26 August 1977 


OC Equipment Board Secretary 
September Equipment Board Meeting 
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1 . 

Meeting , 


There will be an OC Equipment Board 


No. 7-77, on 13 September 1977, at 1000 hours 
in the D/ CO Conference Room. 


2. I | The agenda items for the meeting are those 
of the cancelled August meeting, which are as follows: 


a. A briefing on SAFE by Mr . 

b. A report on the testing of UOT(FSUO). 
See attachment. 

c. A discussion of new communications 
systems/impac t on personnel by Mr. 


Attachment : 
As Stated 


Dis tribution : 

1 - DD/CO 
1 - OC-O 
1 - OC-E 
1 - OC-CMD 
1 - OC-CS 
1 - OC-P^B 
1 - OC-PS 

1 - Board Secretary 
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